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Naval Base San Diego 

People's Republic of China 
Naval Ship Nancang (AO 

953) 
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Bio of Capt Liu Wanglin, Commanding Officer 
of General Supply Ship Nancang 

Liu was born in Aug., 1956 and enlisted in PLA Navy in Feb., 1976. He has served as 
boatswain's mate of a tugboat and vice captain and captain of an oil ship. He was assigned as 
captain of Nanchang in July, 1991. 

Displacement: 37,000 tons 

Length: 190 m. Width: 25 m. Draft: 12 m. 

No further information available. 



1 of 2 



Q4/1C/97 13 §8 4Q 



